
NOV 2 1 2805 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject tr enalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 56-R-0001 

CUSTOMER NUMBER: 925 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Medical University Of South Carolina 

Div Of Lab Animal Res/Dept Of Comparative Medicine 

114 Doughty Street 

Po Box 250777 

Charleston, SC 29425 

3 REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentabon, or held for these purposes. Attach additional sheets if necessary ) | 

Strom Thurmond Building facility locations t sites ) - see Atached Listing ^ 

Children s Research Institute 

— — 1 1 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHIS Form 7023A \ 

I " , i """" 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, expenments. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


112 

231 


343 

9. Non-human Primates 






10. sneep 






1 1 . Pigs 



176 


176 

12. Other Farm Animals 






Goats 



3 


3 

13. Other Animals 






Gerbils 


5 

36 


41 











• 

, 


ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual ress 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator arc ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this sumrps. . in: 
brief explanation of the exceptions, as welt as the 'spnckis r*f -d number of animals affected. 


4) The attending veterinarian for this research facility fa:, Appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care an. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL j 

I Chief Executive Officer or Legally Responsible Institutional Official ) j 

SIGNATURE OF C E O. OR INSTITUTIONAL OFFICIAL 

N, 

DATE SIGNED 

)h 7-a 


A. . ,.y . v.x... . v x ' 88), which is obsolete.) 


(AUG 91 ) 

















Tbit rsjiort is required by law (7 USC 214). Failure to report according to the regulations can . 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


See reverse side for 
additional information. 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO- 0579-0036 


2 HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

Office of Research Compliance 

223 Brackett Hall, Box 345704 

Clemson, SC 29634-5704 - (864) 656-4538) 


3 REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) ' 


FACILITY LOCATIONS (sites) 


See Attached Listing 


Godley Snell Research Center/Research Services 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHISFORM 7023A ) 


Animats Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. dunng, 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

■ — — ..i 1 — , v e is true, correct, and complete (7 U . S . C . Section 2143) 

I NAMF " ~*FICIAL (Type or Print) I DAT 


iich Is obsolete 


PART 1 - HEADQUARTERS 


1 / 































































NOV 2 0 2005 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 




56-R-0002 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

Office of Research Compliance 

223 Brackett Hall, Box 345704 

Clemson, SC 29634-5704 - (864) 656-4538) 


Animals Covered 
By The Animal 
Welfare Regulations 


TOTAL NO. 
OF ANIMALS 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets ifnec essary or use this form.) Qodley Snell Research Center October 2004 

D. Number of animals upon E. Number of animals upon which teaching, 
which experiments, experiments, research, surgery or tests were 

teaching, research, conducted involving accompanying pain or distress 

surgery, or tests were to the animals and for which the use of appropriate 

conducted involving anesthetic, analgesic, or tranquilizing drugs would 

accompanying pain or have adversely affected the procedures, results, or 

distress to the animals interpretation of the teaching, research, 

and for which appropriate experiments, surgery, or tests. (An explanation of 

anesthetic, analgesic, or the procedures producing pain or distress in these 

tranquilizing drugs were animals and the reasons such drugs were not used 

used. must be attached to this report) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Other Animals: 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This faci4ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is affached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
; (Chief Executive Officer or Legally Responsible Institutional official) 

Dove is true, correct, and complete (7 U.S.C. Section 2143) 


riT'i rr ac r * r r \ r\a ixictiti itiaxiai accioi a 


L (Type or Print) 


Af\ 


which is obsolete 


PART 1 - HEADQUARTERS 


/ 


V 












































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


Interagency Report Control Noi 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) [ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



SI 


5 / 

5. Cats 



St 


St 

6. Guinea Pigs 








1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (1ACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



APHIS FORM 7023 • (Recces VS FORM 18-23 (OCT 88), which is obsolete.) 


(AUG 91 ) 




















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Control No.: 



ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


University Of South Carolina 
At Aiken 

471 University Pkwy 
Aiken, SC 29801 

Telephone: (803) -641-3299 


NOV 1 7 2005 


3. REPORTING FACILITY ( List all locations where animals weffe housed or used ia actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 


oVvtlo^ Vi , FACILITY LOCATIONS ( Sites ) - See Alached Listing 

CUVL Pah-.’de £<W . Ge,* iec 


B. Number of animal I C. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 

9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



{AUG 91 ) 

















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
56-R-0105 


CUSTOMER NO. 

905 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

LABS OF VIRGINIA INC 
95 CASTLE HALL RD P 0 BOX 557 
YEMASSEE, SC 29945 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS(srtes) 


HAMPTON CENTER 
EARLY BRANCH, SC 29945 


LABS OF VIRGINIA INC 
BEAUFORT COUNTY, SC 29945 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 
animals being 

Animals Covered bred. 

By The Animal conditioned, or 

Welfare Regulations held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

0. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C * 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


































additional information. 


NOU-28-2005 15=56 

result in an order to cease and desist and to be subject to penalties as provided for In Section 21 1 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL ANO PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: 5Q.R.0106 
CUSTOMER NUMBER: -| 7@Q 


P.02/02 


FORM APPROVED 
□MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Newberry College 
Vet Technology Program 
2100 College Street 
Newberty, SC 29108 


DEC 052005 


Telephone: (803) -321-5636 


3. REPORTING FACILITY ( Hat alt locations where animals were housed nr used in actual research, lasting, or experimentation, or held for these purposes, Attach additional aheeta Ifneceaaary ) 


FACILITY LOCATIONS ( Sites ) - See Ataehed Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessary or use APHIS Form 7023A I 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, tasting, 
experiments, 
research, or 
surgery but not y a 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
teals were 
conducted 
Involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animal; an 
fdr which appropriate 
anesthetic, analgesic, or 
tranauiliang drugs were 
used. 


E. Number of onirrols upon which taachlng, experiments, F. 
research, surgery or tests were conducted involving 
accompanying pain or distress to the onimol; ond for wh 
me use of appropriate anesthetic, analgesic, or tranqulllz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests, ( An explanation ofthe pracddures 
producing pain or distress In these animals and Ihe reosc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 



H 


11 governing ins care, treatment, and use of animals, Including appropriate uss of anastatic, analgesic, and tranqvilliing drugs, prior to, during, and following actual rest 

teaching, testing, Surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives lo painful procedures. 

3) UlmrnvUi!!! a r d r ®F u,all “ 1s undcr #>• A* aTvS il has required that exceptions to the standards and regulations be specified and explained by the principal Investigator and sp 

institutional Animal Care »nd Use Committee (1ACUC). A summary of all such exception* l* attached to this innua I report In addition to Identifying Ihe lACUC-spproved exceptions, true summary mt 
brief explanation of Ihe exceptions, as well as the species and number of animals affsoted, 


■«,, Tne attending veterinarian for tins resea rch facility has appropriate authority to ensure the provision of Bdsquate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



CIQKlATi IfStb nc r* c /iri tkir'«ps*pi mA>n 


UTIONAL OFFICIAL ( Typo or Print ) 


APHIS FORM 7023 
< AUG 81 ) 


(Replaces VS FORM ia-23 (OCT 80), which la obaolele.) 


DATE SIGNED 

\3l///oS 


TOTAL P.02 

















OCT 0 620)5 


Tbs report is required By law <7 USC 2143). Failure to report according to the regulations can 
result n an order to ceaae and desist and to be subject to penalties as provided for In Section 211 

See attached form for 
additional information. 

/0^ 

Interagency Report Control tlo V 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 56-R-0109 

CUSTOMER NUMBER: 1 1 533 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Trident Technical College 

Vet Tech Program 

7000 Rivers Ave 

P.O. Box 118067 

Charleston, SC 29423 


1 u. nerux , inu facility [ Us. ,11 location, where en.mal, war. hous* or used in actual research. teatln* or expiation, * held for these purpo«s. Attach addlL, ehJSSSsft 1 

FACILITY LOCATIONS ( Sites ) • See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER I 

-ONTROL OF RESEARCH FACILITY 1 Attich additional sheata It necessary or usa APHIS Form 702TA i 1 

A. 

An lira It Covered 

By The Animal 
Welfare Regulation* 

! 

j 

B. Number of animal 

1 being bred, 

! conditioned, or 

j held for use in 

' teaching, testing, 

expen ments, 
research, or 
surgery out not y« 
used for such 
purposes. 

C- Number of 
animets upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
nvoiving no pain, ■ 
distress, or use o 
pam-refieving 
drugs. 

1 D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompany no pain or 
distress to the animals an 
for which appropriate 
anesthetic. anaiges*c. or . 

tranquilizmg drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted mvolvng 
accompanying pain or distress to the animals and for wh 
the use of appropnate anesthetic, analgesic, or tranquslu 
drugs would have adversely affected the procedures, res 
or interpretation of me teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report : 

I 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


4 Dogs 

L o ~ 

JL 

a i 

1 n 

87 

5 Cats 

0 

0 

50 

r 

0 

— ,/ 

50 

6. Guinea Pigs 

— 0 

0 

12 

0 

r 

12 

7. Hamsters 

0 

0- 



-0 

r 

0 

o 

8. Rabbits 

0 

0 


2 

— 

0 

2 

9 Non-human Primates 

JL 

JL 

4 

0 

1- — 

0 

0 

10 Sheep 

— _fl 

Q 


Q 

0 

0 

1 1 . Pigs 

0 

0 



0 

L_ o 

0 

1 2. Other Farm Animals 

_ Q 

n 


0 

0 

0 



1 


~~ J — 

13. Other Animals 

— _ _| 

0 

i 

-2 

o . 

0 



| ASSURANCE STATEMENTS 

1 ) Professionally acceptable standard, governing the care, treatment, ana use of animals. including appropriate use of anestetic. analgesic. and tranqullizmg drugs. prior to. during anO following actual rest 

teaching, testing, surgery, or experimentation were tallowed by thi$ research facility. u 

2) Each prmdpai investigator has considered alternatives to painful procedures. 

3) This facility is adhering lo the standards and regulations under the Act, and it has required tnat exceotions to tha standards and regulations be specified ano explained by me principal investigator and ap 
Institutional Animal Care and Usa Committae (IACUC). A summary of all such exception* la attachad to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of tne exceptions, as well as the species and number of animais affected. 

4) The attending veiennanan for this research facility hes appropnate authority to ensure the pro vision of adequate veterinary c are and to oversee the adequacy of other aspects of animal care and use, 

( CERTIFICATION SY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME i TITLE OF C E O. OR INSTITUTIONAL OFFICIAL ( Tye » c r Print ; 












FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets it necessary or use APHIS Form 7023A > 

i 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
wmch experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4 Dogs 


msssm 



met 

5. Cats 
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6. Guinea Pigs 
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1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


s 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print) 

DATE SIGNED 

/ i 




Ul*r]o<r 

AF 

T 88), which is obsolete.) 



{ AUG 91 ) 














This report is 


equired by law (7 USC 2143). Failure to report according to the regulations can NOV j Q 2005 attache ? form for 

H 3 v . additional information. 


Interagency Report Control No. 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 56-R-0111 

FORM APPROVED 

OMB NO. 0579-0036 

CUSTOMER NUMBER: 16591 



Francis Marion University 


ANNUAL REPORT OF RESEARCH FACILITY 

Box 100547 


( TYPE OR PRINT ) 

Florence, SC 29501 



Telephone: (843) -661-1281 



3. REPORTING FACILITY ( list all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


■ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 

1 "" 1 : 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B . Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 




0 

5. Cats 

0 




0 

6. Guinea Pigs 

0 




0 

7. Hamsters 

0 




0 

8. Rabbits 

0 




0 

9. Non-human Primates 

0 




0 

10, Sheep 

0 




0 

11. Pigs 

0 
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12. Other Farm Animals 

0 
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13. Other Animals 

0 
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| ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary Inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

ti/s/xr 


(AUG 91 ) 


V 












Customer ID and Site Address: 


ID: 16591 

Leatherman And 

Mcnair Science Bldgs 

Francis Marion 

University 

5130 E. Palmetto 

Street 

Florence, SC 29506 
County: Florence 


Telephone 



The annual report last year erroneously listed the proposed number of hamsters to be 
acquired. We actually had only one hamster on site. It died of old age this year. We 
currently have no hamsters on site. 



NOV 1 62005 



This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 


Set reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


t REGISTRATION NO . 


56-R-01 12 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OM8 NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
include ZJp Code) 


College of Charelston 
66 George Street 
Charleston, SC 29424 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (Sites) 



4th Floor, Science Center 


59 Coming Street 


Grice Marine Lab 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


By The Animai 
Welfare Regulations 


EJ Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs. 


D. Number of animals upon I E - Number of animals upon which teaching 


which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 


experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 


and for which appropriate experiments, surgery, or tests. (4n explanation of 
anesthetic, analgesic, or the procedures producing pain or distress in those 

tranquiiizing drugs were animals and the reasons such drugs were not used 

used must be attached to this report ) 


(Cols. C • 

D + E) 



ASSURANCE STATEMENTS 


1 ) Professionallyacceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquiiizing drugs, prior to. during 

and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached lo this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarianfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 

animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 


I NAME & TITLE OF CEO OR INSTITUTIONAL OFFICIAL (Type or Print) 



(irtjpiaces vo \ 8-23 (OCT 88) which is obsolete 




















































































DEC 1 3 2005 


This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided tor in Section 2150 


Set reverse side for 
additional information 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
Include Zip Code) . 

i WOT) Inc j 

871 loujcouMsu B \ ** j 

MOlM SC- AW 


v / /oRM A 
NC 


Interagency Report Control No 
01 80- DO A- AN 


^form approved 

OMB NO. 0579-0036 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held tor these purposes. Attach additional 
sheets if necessary.) 



FACILITY LOCATIONS (Sites) 


irt *<2- 



t ) Professionally acceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior lo. during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under me Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all auch exceptions Is attached lo this annual report.ln 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation ctt the exceptions, as well as the species and number cf animals affected. 

4) The attending vetennariarfor this research facility has appropriate authority to ensure the provision cf adequate veterinary care and to oversee the adequacy cf other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify 1h^ the *cve is tru^ correct, and cctTplete (7 USC SbcUcn 2143). 



'liSjof 


APHIS FORM 7023 

(AUG 91) 


(Replaces VS FORM 18-23 (OCT 88) which is obsolete 


see 


ajmckaA Insp&lM 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

CUSTOMER NO. 

56-V-0002 

985 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
OM8 NO. 0579-0036 




ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

OGAWA 

RALPH H. JOHNSON DEPT OF VAMC 
109 BEE STREET 
CHARLESTON, SC 29401 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) .. 


FACILITY LOCATIONS (sites) 


VA MEDICAL CENTER 
CHARLESTON, SC 29401 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments, 

experiments, research, surgery or tests were 

TOTAL NO. 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D ♦ E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

| SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

1 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

1_ 

DATE SIGNED 

11/10/2005 






























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for Interagency Report Control No 

50. additional information. 0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

BROWN 

GARNERS FERRY ROAD 
COLUMBIA, SC 29209 


1. REGISTRATION NO. 

CUSTOMER NO. 

56-V-0003 

986 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


WJB DORN VETERANS HOSPITAL 
COLUMBIA, SC 29209 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

B. Number of 


animals being 

Animals Covered 

bred. 

By The Animal 

conditioned, or 

Welfare Regulations 

held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 

TOTAL NO. 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animais 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

| SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

- 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

11/29/2005 






















